To the camera the two devices look identical but remember the Fluorescent 
light a meter long with only 400 volts at opposite Extremes? Yet at 
atmospheric pressure it takes 10000 volts to a one cm separation. What this 
means the dc ion motor tunedFor sea level operation would short circuit less 
than a mile up.The motor | have can generate a static Thrust from sea level 
toVacume. To the camera both look identical. Look at the two Pictures. One is 
an ionic dc motor where the ohm meter readsCollector short. The other is the 
a.c. motor with the rebalser readingOpen circuit. 


